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Glass Door & Window Schedule 



£fcV. A 4.1 .7. 14 


No. Location Size SF b^..Xe.mpTher Type Ini Ext.. Color Remarks f 1 

A Entry 3’-8" x 3'-8"* 6.84 N Ext Yes Fixed Glass O 14'4" Alder Stormy Blue Anderson E-Seri® Qulrtafoil 

* See Architectural Detail for Custom Quatrafoil window with "art glass" glazing, exterior pane tempered glass . ft T 


Office Pr s'-o" x 5*-4" 26.67 E Ext Yes Casement XX 8'o" Alder Stormy Blue Anderson E-Seri^s, Eg|*ess 

Office Pr 5-0" x 5-4" 26.67 N Ext Yes Casement XX 8'o" Alder Stormy Blue Anderson E-Series r Egress 

Bath 3 2-4" x 5-4" 12.44 E Ext Yes Dbl Hung X 8'o" Alder Stormy Blue Anderson E-Series, Rain Glass 

Bedroom 3 Pr 5-0" x 5'-4" 26.67 N Ext Yes Casement XX 8'o’' Alder Stormy Blue Anderson E-Series, Egress 

Bedroom 3 2'-6" x 5-4" 12.44 W Ext Yes Casement X 8'o" Alder Stormy Blue Anderson E-Series, Egress 

Bedroom 2 Pr s'-o" x s'-4" 26.67 W Ext Yes Casement XX 8'o" Alder Stormy Blue Anderson E-Series, Egress 

M.Bath 2'-6" x 5’-4" 13.33 W Ext Yes Casement X 8'o" Alder Stormy Blue Anderson E-Series, Rain Glass 

M.Bedroom Pr 5-0" x s'-4" 26.67 W Ext Yes Casement XX 8'o" Alder Stormy Blue Anderson E-Series 

M.Bedroom 2-6" x 5-4" 13.33 S All Yes Casement LH 8'o" Alder Stormy Blue Anderson E-Series 

M.Bedroom Pr 6'-o" x 8’-o" 48.00 S All Yes French Door XX 8'o" Alder Stormy Blue Anderson E-Series, ADA Out-Swing 

M.Bedroom 2-6" x 5-4" 13.33 S All Yes Casement RH 8'o" Alder Stormy Blue Anderson E-Series 

Walk-In Cl. 2-6" x 5-4" 13.33 S Ext Yes Casement RH 8'o" Alder Stormy Blue Anderson E-Series 

Living Pr 6'-o" x 6'-o" 36.00 S All Yes Casement XX 8'o" Alder Stormy Blue Anderson E-Series 

Provide 8" Adjustable Mull Cover between N & O By Andersen, Color to match. 

Living 3-0" Radius 3.53 S Ext Yes Fixed Glass O n'6" Alder Stormy Blue Anderson E-Series, Circle Top 

Living Pr 6'-o" x 8'-o" 48.00 S All Yes French Door XX 8'o" Alder Stormy Blue Anderson E-Series, ADA Out-Swing 
Provide 8" Adjustable Mull Cover between P & Q By Andersen, Color to match. 

Living 3-0" Radius 3.53 S Ext Yes Fixed Glass 0 1T6" Alder Stormy Blue Anderson E-Series, Circle Top 

Living Pr 6'-o" x 6'-o" 36.00 S All Yes Casement XX 8'o" Alder Stormy Blue Anderson E-Series 

Provide 8" Adjustable Mull Cover between R & S By Andersen, Color to match. 


Pr 5-0" x 5-4" 26.67 E 
Pr 5-0" x 5-4" 26.67 N 
2-4" x 5-4" 12.44 E 


2 -4" x 5 -4" 12.44 E Ext 

Pr 5-0" x 5'~4" 26.67 N Ext 
2'-6" x 5-4" 12.44 W Ext 

Pr 5*-o" x 5’-4" 26.67 W Ext 
2'-6" x 5-4" 13.33 W Ext 


M.Bedroom Pr 5-0" x s'-4" 26.67 W Ext 
M.Bedroom 2'-6" x 5-4" 13.33 S All 

M.Bedroom Pr 6'-o" x 8’-o" 48.00 S All 


Casement 
Casement 
Dbl Hung 
Casement 
Casement 
Casement 
Casement 
Casement 
Casement 


dining 
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kitchen 


L M.Bedroom 
M Walk-In CL 
N Living 


2 , -6"x5 , -4" 

2 , -6"x5 , -4” 


13.33 s 
13.33 s 


Pr 6'-o" x 6'-o" 36.00 S 


pantry 


S Living 3'-o" Radius 3.53 S 

T Dining 1-5.75" x 6'-o" 8.87 S 

U Dining Pr 6'-o" x 8-0" 48.00 S 

V Dining 1-5.75" x6'-0" 8.87 S 

W Bedroom 4 Pr 5-0" x 5'-4" 26.67 S 
X Bedroom 4 Pr 5'-o" x 5*~4" 26.67 E 

Y Bath 4 2-8" x 6'~8" 17.77 E 

Provide Rain Glass at Units Y & Z 
Bath 4 2'-8" x 1-4" 3.78 E 


Units Y & Z Built as a unit with a head height of 8'-o", adjust height of Z as required. 


Fixed Glass O 1T6" Alder Stormy Blue Anderson E-Series, Circle Top 

Casement LH 8'o" Alder Stormy Blue Anderson E-Series 

French Door XX 8'o" Alder Stormy Blue Anderson E-Series, ADA Out-Swing 

Casement RH 8'o" Alder Stormy Blue Anderson E-Series 

Casement XX 8'o" Alder Stormy Blue Anderson E-Series, Egress 

Casement XX 8'o" Alder Stormy Blue Anderson E-Series, Egress 

French Door LH 6'8" Alder Stormy Blue Anderson E-Series, STD Out-Swing 

Awning X 8'o" Alder Stormy Blue Anderson E-Series 
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bedroom 4 


AA Family 2’-o" x 8'-o" 16.00 E AH 

AB Family Pr 6’-o" x 8'-o" 48.00 E All 

AC Family 2’-o" x 8'-o" 16.00 E All 

AD Family Pr 4'-o" x $- 4 ? 1V0N All 

AE Laundry Pr 4’-o" x 3 ’-X’ 1 E All 

AF Game Room Pr s'-o" x 5-4" 26.67 N Ext 

AG Not Used 

AH Game Room Pr s'-o" x 5*-4" 26.67 W Ext 


Side Lite O 8'o" Alder Stormy Blue Anderson E-Series 

French Door XX 8'o" Alder Stormy Blue Anderson E-Series, STD Out-Swing 


bath 


AI Pantry 
AJ Kitchen 
AK Kitchen 


AN Co.Garage 
AO Co.Garage 


2'-4" x 5-4" 12.44 W Ext 

Pr 5'-o" x 4'-6" 22.50 N Ext 
Pr s'-o" x 4'-6" 22.50 W Ext 


Pr s'-o" x / b'- 4I' 

2’-6" Radius 2.45 S 


Side Lite 
Casement 
Casement 
Casement 

Casement 
Dbl Hung 
Casement 
Casement 


0 8'o" Alder Stormy Blue Anderson E-Series 

XX 8'o" Alder Stormy Blue Anderson E-Series 
XX 8’o" Alder Stormy Blue Anderson E-Series 
XX 8'o" Alder Stormy Blue Anderson E-Series 

XX 8'o" Alder Stormy Blue Anderson E-Series 
X 8'o" Alder Stormy Blue Anderson E-Series 
XX 8'o" Alder Stormy Blue Anderson E-Series 
XX 8'o" Alder Stormy Blue Anderson E-Series 



omit. 


Casement 


^ei^ - G e l e f - to-matehr. QMlT 

XX 8'o" Alder Stormy Blue Anderson E-Series 

0 1T6" Alder Stormy Blue Anderson E-Series, Circle Top 


OHIT 


AQ buiW S> 


Co.Garage 2’-6" Radius 2.45 S Ext Yes Fixed Glass 0 1T6" Alder Stormy Blue Anderson E-Series, Circle Top 

Provide 8" Adjustable Mull Cover between AO & AP By Andersen, Color to match. 

baiW S> 2'-d' x^.'-o" &.00N All Yes Casement X C>S Alder Stormy Blue Anderson E-Series, Rain Glass 

Note 1. Exterior windows and exterior glazed doors shall be multipane glazing with a minimum of one tempered pane, 
block units, have a fire resistance rating of 20 minutes when tested in accordance with NFPA 257, or meet the 
requirements of SFM 12-7A-2. [§ R327.8.2.1 CRC] 

Note 2. In the Column marked tempered, All refers to both the interior and exterior panes being tempered, 

Ext refers to the exterior pane being tempered only. 
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Door Schedule , T ^ j 4 

No. Location Size Thick Type Hand 

1 Entry s'^xS'-o" 1-3/4" S&R LH 

2 Entry Closet 2'-8"x6'-8" 1-3/8" S&R LH 

3 Entry Closet 2 , -8 ,, x6 , -8" 1-3/8" S&R RH 

4 Office 2'-io" x 8-0" 1-3/4" S&R LH 


No. Location 

1 Entry 

2 Entry Closet 2'-8"x6'~8" 1-3/8" S&R LH Select Alder 

3 Entry Closet 2 , -8"x6 , -8" 1-3/8" S&R RH Select Alder 

4 Office 2-10" x 8-0" 1-3/4" S&R LH Select Alder 

5 Office Closet Pr 6*-o" x 6'-8" 1-3/8" S&R Bi-Passing Select Alder 

6 Hallway 2'-io"x8'-o" 1-3/4" S&R RH Select Alder 

7 Bath 2 2-8" x 6’-8" 1-3/8" S&R RH Select Alder 

8 Bath2Tub/Sh Pr 5'-6" x 5-0" 1/4" Glass Bi-Passing Clear Temp 

9 M.Bedroom 2-io"x8'-o" 1-3/4" S&R RH Select Alder 

10 M.Bed Walk-In 2 , -8"x6'-8" 1-3/8" S&R RH Select Alder 

11 M.Bath 2-8" x 6-8" 1-3/8" S&R RH Select Alder 

12 M.Bath Shower 2’-6"x6'-o" 3/8" Glass LH Clear Temp 

* With adjacent 3/8" thick fixed glass panels, See Interior Elevations. 

13 Bedroom 2 2 ’-io"x8-o" 1-3/4" S&R RH Select Alder 

14 Bedroom 2 Cl. Pr 6’-o" x 6’-8" 1-3/8" Slider Bi-Passing Aluminum 

15 Bedroom 3 2-10" x 8-0" 1-3/4" S&R LH , Select Alder 

16 Bedroom 3 Cl. Pr 6-0" x 6-8" 1-3/8" Slider Bi-Passing Aluminum 

17 Bath 3 2 , -8"x6 , -8" 1-3/8" S&R RH Select Alder 

18 Bath 3 Shower 2 , -4"x6'-o" 3/8" Glass LH Clear Temp 

* With adjacent 3/8" thick fixed glass panel, See Interior Elevations. 

19 Living/Dining Pr 6’-o" x 8'-o" 1-3/4" S&R LH/RH Select Alder 

20 Dining 2’-io" x 8’-o" 1-3/4" S&R DBL Acting Select Alder 

21 Kitchen 2-10" x 8-0" 1-3/4" S&R LH Select Alder 

22 Bath 4 2 , -8" x 6-8" 1-3/8" S&R RH Select Alder 


Hand Species 
LH Select Alder 

LH Select Alder 

RH Select Alder 

LH Select Alder 

Bi-Passing Select Alder 
RH Select Alder 

RH Select Alder 


14 Bedroom 2 Cl. 

15 Bedroom 3 

16 Bedroom 3 Cl. 

17 Bath 3 

18 Bath 3 Shower 


20 Dining 

21 Kitchen 

22 Bath 4 

23 Bath 4 Shower 


DBL Acting Select Alder 
LH Select Alder 

RH Select Alder 


2'-o" x 6-0" 


Glass LH 


Clear Temp 


* With adjacent 3/8" thick fixed glass panels, See Interior Elevations. 


24 Bath 4 Closet 

25 Bedroom 4 

26 Bedroom 4 Cl. 

27 Pantry 

28 Laundry 

29 Garage 

30 Utility Closet 

31 Game Room 

32 Utility 

33 Garage/Service 

34 Tool Shed 

35 Garage Door 

36 Garage Door 

37 Bath 5 

38 Garage Door 

39 Garage Door 

40 Garage Door 

41 Garage 

42 Game Room 


Pr 4’-o" x 6’-8" 1-3/8" S&R Bi-Passing Select Alder 
2'-io"x8’-o" 1-3/4" S&R LH Select Alder 
Pr s'-o" x 6'-8" 1-3/8" Slider Bi-Passing Aluminum 


2’-8" x 6'-8" 1-3/8" S&R 
2'-8"x6'-8" 1-3/8" S&R 
2'-io" x 6 '- 8 " 1-3/4" S&R 
Pr 6-0" x 6'-8" 1-3/8" S&R 
2-10" x 6 '- 8 " 1-3/4" S&R 


2’-io" x 6'-8" 
3’-o" x 6-8" 
3'-o" x 6'-8" 
9’-o" x 8-0" 
9-0" x 8'-o" 
2’-6" x 6'-8" 
9’-o" x 8-0" 
9'-o" x 8'-o" 
9’-o" x 8'-o" 
3-0" x 6'-8" 
3'-o" x 6'-8" 


1-3/8" S&R RH Select Alder 

1-3/8" S&R RH Select Alder 

1-3/4" S&R LH Select Alder 
1-3/8" S&R LH/RH Select Alder 
1-3/4" S&R LH Select Alder 
1-3/8" S&R RH Select Alder 

1-5/8" S&R LH Fiberglass 

1-5/8" S&R RH Fiberglass 

1-3/8" S&R 570C-3PS Cedar/Stain 
1-3/8" S&R 570C-3PS Cedar/Stain 
1-3/8" S&R RH Select Alder 

1-3/8" S&R 570C-3PS Cedar/Stain 
1-3/8" S&R 570C-3PS Cedar/Stain 
1-3/8" S&R 570C-3PS Cedar/Stain 
1-5/8" S&R RH Fiberglass 

1-5/8" S&R RH Fiberglass 


1-3/8" S&R 
1-5/8" S&R 
1-5/8" S&R 


Remarks 

Antigua Doors W0210R Custom See Sh.14 

Trustile TS4050, Interior 

Trustile TS4050, Interior 

Trustile TS4050, Interior 

Trustile TS4050, Commom Arch Pair 

Trustile TS4050, Interior 

Trustile TS4050, Interior 

Tempered Glass Shower Door 

Trustile TS4050, Interior 

Trustile TS4050, Interior 

Trustile TS4050, Interior 

Tempered Glass Shower Door* 

Trustile TS4050, Interior 

CW #6063, Bronze Anodized, Mirror Door 

Trustile TS4050, Interior 

CW #6063, Bronze Anodized, Mirror Door 

Trustile TS4050, Interior 

Tempered Glass Shower Door* 

Trustile FL1020 Arch Top Pair, Interior 
Trustile TS4050, Interior 
Trustile TS4050, Interior 
Trustile TS4050, Interior 
Tempered Glass Shower Door* 

Trustile TS4050, Commom Arch Pair 
Trustile TS4050, Interior 
CW #6063, Bronze Anodized, Mirror Door 
Trustile TS4050, Interior 
Trustile TS4050, Interior 
Trustile TS4050, Exterior, 1 Hour w/Closer 
Trustile TS4050, Commom Arch Pair 
Trustile TS4050, Exterior, 1 Hour w/Closer 
Trustile TS4050, Interior 
ThermaTru,20 min.Classic Craft CCRF205 
ThermaTru,20 min.Classic Craft CCRF205 
Overhead Garage Door, Arch Top, 3 Gl.Lite 
Overhead Garage Door, Arch Top, 3 Gl.Lite 
Trustile TS4050, Interior 
Overhead Garage Door, Arch Top, 3 Gl.Lite 
Overhead Garage Door, Arch Top, 3 Gl.Lite 
Overhead Garage Door, Arch Top, 3 Gl.Lite 
ThermaTru,20 min.Classic Craft CCRF205 
ThermaTru,20 min.Classic Craft CCRF205 


See W.U.I. Requirements for all exterior opendings, doors and windows on Cover Sheet. 
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